To: Laws, Elliott[ELaws@crowell.com] 

From: Woolford, James 

Sent: Tue 8/1 1/2015 2:55:14 PM 

Subject: RE: Portland Harbor 


Appreciate the offer..,. Not my lead, we are just supporting regions 6,8,9... 


Jim Woolford, Director 

Office of Superfund Remediation and Technology Innovation 

Office of Solid Waste and Emergency Response 

US Environmental Protection Agency 

1200 Penn. Ave., NW 

Washington, DC 20460 

(Mail Code 5201-P) 


Phone: (703) 603 8960- Main Office Line 


Physically located at: 


Room 5622 


One Potomac Yard (South) 
2777 S. Crystal Dr. 
Arlington, VA 22202 


1804977 


ED 000552K 00002592-00001 



From: Laws, Elliott [mailto:ELaws@crowell.com] 
Sent: T uesday, August 1 1 , 201 5 1 0:53 AM 
To: Woolford, James 
Subject: RE: Portland Harbor 


..let me know if you guys need outside counsel for the release. ...you know how ERA can 
be© 


Elliott P. Laws 

1.202.624.2798 

Crowell & Moring LLP | www.crowell.com 

1001 Pennsylvania Avenue NW 
Washington, DC 20004 


This message contains privileged and confidential information. IF IT WAS SENT TO YOU BY MISTAKE, DO NOT READ IT. 
Instead, please notify the sender (or postmaster@crowell.com ') by reply e-mail, and delete this e-mail. Unauthorized dissemination, 
forwarding or copying of this e-mail is strictly prohibited. 


From: Woolford, James f mailto:Woolford.James@epa.qov1 

Sent: Tuesday, August 1 1 , 2015 10:48 AM 

To: Laws, Elliott 

Subject: RE: Portland Harbor 


1804977 


ED 000552K 00002592-00002 



I can only be there a half hour. 

I have a call on the Gold King Mine release with Mathy et. al. at 1:30. It’s an all hands on deck 
type thing. 

Dana S. can spend more time. 

Do you all need a conf. call #? 

Apologies in advance. 

Jim Woolford, Director 

Office of Superfund Remediation and Technology Innovation 

Office of Solid Waste and Emergency Response 

US Environmental Protection Agency 

1200 Penn. Ave., NW 

Washington, DC 20460 

(Mail Code 5201-P) 

Phone: (703) 603 8960- Main Office Line 

Physically located at: 

Room 5622 

One Potomac Yard (South) 


1804977 


ED 000552K 00002592-00003 



2777 S, Crystal Dr, 
Arlington, VA 22202 



From: Laws, Elliott fmailto:ELaws@crowell.coml 

Sent: Tuesday, August 11, 2015 7:58 AM 
To: Woolford, James 
Subject: RE: Portland Harbor 


Hope all goes well this morning 


Elliott P, Laws 

1.202.624.2798 

Crowell & Moring LLP | www.crowell.com 

1001 Pennsylvania Avenue NW 
Washington, DC 20004 


This message contains privileged and confidential information, IF IT WAS SENT TO YOU BY MISTAKE, DO NOT READ IT. 
Instead, please notify the sender (or postmaster@crowell.com ') by reply e-mail, and delete this e-mail. Unauthorized dissemination 
forwarding or copying ofthis e-mail is strictly prohibited. 


From: Woolford, James f mailto:Woolford.James@epa.qov1 

Sent: Tuesday, August 11, 2015 7:39 AM 
To: Laws, Elliott 


1804977 


ED 000552K 00002592-00004 



Subject: RE: Portland Harbor 


See you later. 

Jim Woolford, Director 

Office of Superfund Remediation & Technology Innovation 
USEPA 

Sent from my Windows Phone 
Please excuse typos 


From: Laws, Elliott 

Sent: 8/10/2015 6:54 PM 

To: Woolford. James 

Subject: Portland Harbor 

Got you VM - let's talk tomorrow. 

Attendees in addition to Margaret will be Bob Wyant and Tom Imeson for NW Natural and Curtis Robinhold and 
possibly Rick Finn from the Port. 


Elliott P. Laws 

elaws@crowell.com< mailto:elaws@crowell.com > 

Direct: 1.202.624.2798< tel:1.202.624.2798 > 

Fax: 1.202.322.951 l< tel: 1 .202.322,951 1 > 

Crowell & Moring LLP lwww.crowell.com< http://www.crowcll.com/ > 

1001 Pennsylvania Avenue NW<x-apple-data-detectors://2> 

Washington, DC 20004<x-apple-data-detectors://2> 

This message contains privileged and confidential information. IF IT WAS SENT TO YOU BY MISTAKE, DO 
NOT READ IT. Instead, please notify the sender (or postmaster@:crowell.com<mailto:postmaster@.crowell.com >t 
by reply e-mail, and delete this e-mail. Unauthorized dissemination, forwarding or copying of this e-mail is strictly 
prohibited 


1804977 


ED 000552K 00002592-00005 


